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I am honored to introduce our cutting-edge armor solutions that redefine functionality, comfort, 
protection, and appearance. At United Shield International (USI), we understand the critical 
importance of reliable protection in today's ever-evolving industry. Whether it's safeguarding the 
lives of military personnel, law enforcement officers, Security or Fire/EMS, our commitment to 
quality and performance is unparalleled. 


Our extensive range of armor solutions is the result of years of research, development, feedback, and 
testing. We employ state-of-the-art materials and advanced manufacturing processes to ensure that 
our products meet the highest standards of quality, durability, and performance. 


From ballistic vests and carriers to hard and soft armor panels, we provide comprehensive solutions 
tailored to the unique needs of our end users. 


What sets United Shield apart from our competitors is our passion and commitment to customer 
satisfaction. We pride ourselves on delivering personalized service and working closely with our end 
users to understand their specific requirements. Our entire team is dedicated to providing solutions 
that exceed expectations. 


As we continue to innovate and push the boundaries of armor technology and design, we remain 
steadfast in our mission to protect our protectors, with quality being at the forefront of that mission. 
At United Shield, we believe in protecting what matters most — the lives of those who rely on our 
products. 


Thank you for your interest in United Shield. We look forward to the opportunity to show you what 
makes USI the best option when it comes to your functionality, comfort, protection, and appearance. 


Sincerely, 


D 2 


Brian Banducci 

President 

United Shield International 
bbanducci@unitedshield.com 


#protectingtheprotectors 
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Capabilities — i | " 
United Shield is focused on providing superior ballistic protection with immediacy and accuracy to professional end users Y, 
throughout the world. Headquartered in Traverse City, MI USA with over 80 years of collective experience and expertise p, 
in design, implementation and manufacturing of ballistic body armor, helmets, plates, shields and EOD/IED protective 6 
equipment. AL. 
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Performance 
Superior performance provides superior protection. United Shield uses world class ballistic maail with extensive testing 
data to manufacture products that exceed testing standards and customer expectations. 
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M. 1.62 x 63mm 30.06 M2AP 
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5.56 x 45mm 55gr M193 

1.62 x 39mm 123gr PS Ball / MSC 

5.96 x 45mm 62gr Fed Bonded LE223T3 
M 


1.62 x 51mm 147gr NATO Ball M80 


3.97 SIG FMJ 
9mm 4 A 
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9mm FMJ 124gr 


A35] Mag 158 gr 1l 
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HELMETS 


SPEC OPS DELTA WETA 


The Spec Ops Delta Gen Il is the next generation in performance. 


e High cut or mid cut 


* BOA® dial retention, 4D Combat pads, NVG Shroud, 
Picatinny rails 


e NIJ 0101.06 Level IIIA 


* Proprietary aramid composite shell 


e 2.6-2.8 lbs. 


High Cut 
Mid Cut 


Click Here to Learn More Spec Ops Delta Gen Il Helmets 


Moa. 


SPEC OPS ROGUE 


The Spec Ops Rogue is the latest addition to our special operators helmet range. 


o High cut 


e BOA® dial retention, 4D Rogue pads, Wilcox NVG 
Shroud, Picatinny rails 


e NIJ 0101.06 Level IIIA 
* Proprietary polyethylene composite shell 


e 1.62-1.79 lbs. 


HELMET SIZING CHART 

Size Diameter Circumference 
Small 5 "-6%" 
Medium | 64"- 7" 20" - 22" 
Large 7-8" 
X-Large 8"- 8 34" 


High Cut High Cut 


Click Here to Learn More Spec Ops Rogue Helmets 
Oo, 
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HELMETS 


ACH- MICH 


The ACH - MICH was designed to replace in-service PASGT offering a lower profile and reduced weight. 


* Full cut, mid cut or high cut 


* Multiple interior configurations available 
e NIJ 0101.06 Level IIIA 
* Proprietary aramid composite shell 


e 2.7-2.98 lbs. 


MICH - ROGUE 


“ZF The MICH Rogue offers protection from ballistic and fragmentation 
projectiles as well as other low energy threats. 


e Full cut = 
e 4D Rogue pads 
e NIJ 0101.06 Level IIIA 


* Proprietary polyethylene 
composite shell 


e 1.58-1.76 lbs. 


Colors Available: 


Full Cut Full Cut 


Click Here to Learn More MICH - Rogue Helmets 


United Shield International 231.933.1179 www.us.unitedshieldzGam — 


0.D. Green Multi-Cam 


HELMETS 
PASGT 


The PASGT is a general duties helmet suitable for military and police tactical use. 


* Full cut 
* Multiple interior configurations available 
e NIJ 0101.06 Level IIIA 


* Proprietary aramid composite shell 


e 2.9-3.2 lbs. 
Click Here to Learn More PASGT Helmets 
SRS Bump 
The SRS Bump offers coverage against blunt impact protection. 
e High cut 


e BOA® dial retention, 4D Combat Pads, NVG Shroud, 
Picatinny Rails 


» * Shock impact resistance 


e Wearable and comfortable 


e 2.6lbs- 2.8lbs 


Colors Available: 


Black Coyote 0.D. Green  Multi-Ca 


High Cut 


Click Here to Learn More SRS Bump Helmets 


*custom colors available 
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HELMET ACCESSORIES 


Optional helmet accessories offer increased capabilities while providing comfort and protection. 


AD Combat Pad Set 4D Rogue Pad Set 4D 7-Pad Set Rail Bungees Gen4 Helmet Cover 


a, 
l 
BOA” Harness Omega Harness X Harness Alpha Harness Gas Mask Extender 
Strap 
S0D-RFS-Rail - , ——  DK5-H.150 DK5-H.150 Short DK6-H.150 DK6-H.150 Short 


RFFS-IA —— Clear Tear Off Riot Nape Protector Canopy Bag Helmet Carry Bag 


Wilcox NVG Unity NVG Picatinny Rail Adapter ARC Rails 
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BALLISTIC SHIELDS 
MXV 


Maximum visibility is the focus of the MXV shield line providing users with focus, confidence, mobility, and ballistic 
protection during operations. Features include heavy duty rubber edging, interior velour for optional accessories and 
the option of special threat tested industry leading ballistic material. United Shield offers a wide selection of various 
shapes, sizes, handles, and lighting options to exceed operator expectations. "Custom shapes and sizes specific to 
agency requirements are available. 


e Maximum Viewport 77 sq in 
e Extreme peripheral and downward vision 
* Multiple sizes and configurations 


e Light and maneuverable 


Multiple handle options 


Pistol rated Level IIIA Standard 20” x 34" with MXV viewport 
Horizontal handle and wireless Specter Gen II LED 


MXV IIIA Shield Chart MXV LW IIIA Shield Chart 
Size Weight Handle Viewport Size Weight Handle Viewport 


"| 13.45 Ibs.| Horizontal 11.4lbs. | Horizontal 
20"x 34" | 13.7 Ibs. ERT MXV 20"x 34" | 11.6 Ibs. ERT MXV 
24"x 36" | 17.2 lbs. | Horizontal MXV 24"x 36" | 14.2 lbs. | Horizontal MXV 
24"x 36" | 17.45 lbs. ERT MXV 24"x 36" | 14.4 Ibs. ERT MXV 
22"x 40" | 17.9 lbs. | Horizontal MXV 22"x 40" | 14.4 Ibs. | Horizontal MXV 
22"x 40" | 18.15 Ibs. ERT 22"x 40" | 14.6 Ibs. ERT MXV 


ASLT 
20"x 34" 


ASLT 
24"x 36" | 14-9 lbs. ERT MXV 


Click Here to Learn More MXV LW IIIA Shields 


„ | 13.7 Ibs. ERT 11.2 Ibs. ERT MXV 


54°36" | 15:5 lbs. | ERT 
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— MXV SHIELDS 


Pistol Rated LW IIIA Standard 20"x 34” with MXV viewport, Horizontal Pistol rated LW IITA Standard 20°x 34" with MXV viewport 
handle and Specter Gen Il LED and ERT handle 


Pistol rated LW IITA Assault 20°x 34” with MXV viewport Pistol rated LW IITA RRS 24x 36” with MXV viewport 
and ERT handle and ERT handle 
NT E ^. 9, 
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BALLISTIC SHIELDS 
RRS 


The RRS shield was designed to increase ballistic coverage around the head while retaining dual integrated weapon 
mounts. Multiple ballistic level configurations and accessories give the user the coverage and ambidextrous 
versatility to focus on the mission. 


* Increased coverage around head 
e Light and maneuverable 
* Multiple handle options 


* Integrated weapons mount 


Rifle rated LW Ill+ RRS 24"x 36” with viewport and ERT handle 


RRS LW IIIA Shield Chart 
Size Weight ^ Handle Viewport 


RRS Ill+ LW Shield Chart 
Size Weight ^ Handle Viewport RRS IIIA Shield Chart 


21"x 30" | 15.43 Ibs. Size Weight Handle Viewport 
24"x 36" | 19.82lbs.| ERT | No | 21'x30"| 8.7 Ibs. 


Click Here to Learn More RRS Shields 
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=È RRS SHIELDS 


Rifle rated LW IIl+ RRS 21"x 30" no viewport,and ERT handle Pistol rated LW IITA RRS 24"x 36" MXV viewport and ERT handle 


Rifle rated LW III-- RRS 24"x 36” with viewport and ERT handle Pistol rated LW IIA RRS 21"x 30" no viewport, and ERT handle 
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BALLISTIC SHIELDS 
ERT 


The ERT was designed with direct feedback from Agencies and Tactical Teams, that required speed, strength, maneuver- 
ability with integrated weapons mount, and ambidextrous mobility. Available in multiple sizes, ballistic levels, handles, 
and optional accessories. The ERT will be ready at the front of the stack when you need it. 


e Light and Versatile 


* Integrated weapons mount 
e ERT Tri-6rip with forearm support straps 


e Multiple sizes and ballistic levels 


Pistol rated Level IITA ERT 24"x 36” with viewport and 
ERT handle 


E.R.T. IIIA 
Size Weight Handle — Viewport 


24"x36" | 15.5 lbs. ERT 4"x10" 
24"x48" | 19.6 Ibs. ERT 4"x 10" 


E.R.T. Ill+ LW 


Size Weight Handle X Viewport Size Weight Handle — Viewport 
23.25 Ibs. 


27.2 lbs. 


Click Here to Learn More E.R.T. EW IIIA " Click Here to Learn More E.RTT. Ill- LW 


231.933.1179 www.us.unitedshield.com 


E.R.T. LW IIIA 
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— ERTSHIELDS. 


Rifle rated LW IIl+ ERT 24"x 36” with viewport and ERT handle Pistol rated LW IIIA ERT 24"x 36” with viewport 
and ERT handle 


POLICE 


Pistol rated IIIA ERT Micra Rifle Rated LW Ill+ ERT Mini 24x 30 Pistol rated IIIA ERT 24x 36" 
18"x 30" with viewport and ERT handle with viewport and ERT handle with viewport, ERT handle 
and Level Ill Upgrade Panel 
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BALLISTIC SHIELDS 
STANDARD 


The standard United Shield platform is a simple and proven design that has been providing protection for over 20 
years. Multiple sizes, ballistic levels, handles, optional accessories, and custom configurations continue to provide 
agencies with the shield they want and the protection they require. Market leading material provides superior 
ballistic protection in a light and thin design. 


e Light and versatile 
* Multiple handle configurations 


* Multiple sizes and ballistic levels 


e Level Ill Upgrade panel available 


Pistol rated LW IIIA 24"x 36” with viewport, Horizontal 


andle and integrated B30 


STD IIIA Shield Chart 

Size Weight ^ Handle Viewport 
"| 12.8 lbs. | Horizontal 
" 113.05 Ibs. ERT 
” | 16.5 lbs. | Horizontal 
“116.75 Ibs. ERT P STD LW IIIA Shield Chart 
"| 16.9 Ibs. | Horizontal d Size Weight ^ Handle Viewport 
“117.15 Ibs. ERT K ” | 10.8 Ibs. | Horizontal 
19.5 lbs. | Horizontal y ” 111.05 Ibs. ERT 
“119.75 Ibs. ERT " "|13.8lbs. | Horizontal 
"| 21.3 lbs. | Horizontal i " 114.05 Ibs. ERT 
“| 21.5 lbs. ERT K ” | 13.9 Ibs. | Horizontal 
” | 26.4 lbs. | Horizontal " " 114.24 Ibs. ERT 
" |26.75 Ibs. ERT d 10.1 Ibs. | Horizontal 


Click Here to Learn More STD IIIA d Click Here to Learn More STD LW IIA 
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POLICE 


Rifle rated LW IIl+ Standard 24"x 36" with viewport and Horizontal handle Pistol rated LW IIIA HMLP with viewport and Horizontal handle 


Pistol rated IIIA Standard Micra 
18°x 26” 


STD LW Ill+ Shield Chart 
Size Weight ^ Handle Viewport 
3"x 9" 
3"x 9" 
Rifle rated LW IIl+ Standard 
3"x 9" 16x 30" with viewport and 


r Horizontal handle Pistol rated IIIA Standard 24"x 48” 
atka GLI Li U- with viewport and International handle 
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BALLISTIC SHIELDS = 
SPECIALIST 


Born from our custom capabilities, Specialist shields are designed with a purpose. Each variation was developed by 
working closely with end users to meeta specific duty or function. Industry leading ballistics and over 80 combined 
years of enhanced hard armor design keep you protected no matter the mission set. 


Rifle rated LW Ill+ 15.75" x 27.5" RDS shield 


and ERT handle 
LW IIIA Specialist Shield Chart IIA Specialist Shield Chart LW Ill+ Specialist Shield Chart 
Model Weight Viewport Model Weight Viewport Model Weight View 
port 

Military Combat | [| No | Military Combat | 2.7 Ibs. Military Combat ERI ODE 

Police Tactical 3.5 Ibs. Police Tactical 4.4 lbs. Police Tactical 10.25 Ibs 
5.5 Ibs. MPS Defender 14.33 Ibs. 
28 lbs 14 Tbs Esl Ye] 
75 1b 28 bs 1145 bs 

e oue ocrzl — mE ats [re — [6M | No. | 
Click Here to Learn More Specialist Shields HMLE 23.45 Ibs. 

isi United Shield International 231.933.1179 : www.us.unitedshield.com 
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SPECIALIST SHIELDS. 


Sniper Shield IIIA Click Here to Learn More 
Size: 21°x 42” Rapid Deployment Shield (RDS) LW IIIA 
Pistol and rifle rated options Size: 15.75” x 27.5” 


Military Combat Shield IIIA 
Size: 14°x 16” 
Pistol rated option only 


Click Here to Learn More 


Click Here to Learn More Pistol and rifle rated options 


Click Here to Learn More 
KENT Shield LW III-- 
Size: 22°x 32” 
Pistol and rifle rated options 


MPS Defender Shield IIIA 
Size: Folded: 15” x 20” 
Deployed: 15” x 36” 
Level IIIA with optional 
rifle plate 


Police Tactical IIIA 
Size: 16x 20" 
Pistol and rifle rated options 


Click Here to Learn More 


Click Here to Team More 


West York LW IIIA 
Size: 17 x 29" Pistol and rifle rated 
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BALLISTIC SHIELDS 
ASSAULT 


The assault shield maintains a traditional rectangular shape and incorporates dual integrated weapons mount. 
Multiple ballistic levels, configurations and accessories give the end user the coverage and the ambidextrous 
versatility to focus on the mission. 


* Integrated weapons mount 
e Light and maneuverable 
e Multiple handle options 


* Multiple ballistic levels 


Pistol rated LW IIIA Assault 24"x 36" with MXV 
viewport and ERT handle 


Assault LW IIIA Shield Chart Assault IIIA Shield Chart 


Size 


Weight 
11.2 Ibs. 


Handle 
ERT 


Viewport 
MXV 


Size 


Weight 
13.7 Ibs. 


Handle 
ERT 


14.9 Ibs. 


ERT 


MXV 


16.5 Ibs. 


ERT 


15.2 Ibs. 


Assault 


United Shield International 


18.25 Ibs. 
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zu ASSAULT SHIELDS. 


Pistol rated IIIA Assault 24"x 40" 
with viewport 
Assault handle and LCOA light assembly 


Pistol rated LW IIIA Assault 20" x 34" with MXV 
viewport and ERT handle 


Rifle rated LW IIl+ Assault with viewport, 
Dual Discovery handle and LED 
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BALLISTIC SHIELDS 


LEVEL HI]-*, LEVEL IV AND TROLLEY SHIELDS 


Leading your team into the most extreme conditions while offering maximum rifle rated coverage, our trolley mounted 
shields are available in multiple ballistic options and our Lightweight IIl++ is hand deployed. Multiple configurations 
available. 


Lightweight Level Ill++ / RF2 with modified ERT handle 


Lightweight IIl+ Tri wing. 
Wings fold back when needed 


Level IV with Trolley 


? We, 
Click Here to Learn More Level lV Trolley 
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SPECTER GEN Il WIRELESS LED 


The industry exclusive wireless Specter Gen II LED shield light offers 5,000 lumens activated by a pressure pad or a wireless key 
fob. The Specter Gen Il fully illuminates areas of operation using highly advanced LED technology. The Specter casts a 165-degree 
spread from 212 white LED light heads to eliminate darkened areas. Multiple lights can be linked together to deploy in unison. 
Three operational modes to include: constant on, constant turbo-strobe and green lowlight navigation providing the shield 
operator with flexibility in lighting depending on their surroundings. 


* Fully removable from base plate 
* Wireless key fob (100 ft. line-of-sight) 
, e 3-hour runtime at constant burn, 50% output for 
ee 2.5 hours additional 
from base plate 
e 1.46 lbs. including battery 
e Waterproof 
* Max heam distance 303 ft. 
* Field serviceable battery access 
500 lumen green navigation mode © Magnetic charger 
ache frase plata g g Click Here to Learn More 


enee SHIELD ACCESSORIES 


an (m GD ED L 


B-30 LED Assault LED Horizontal Handle Wide Horizontal Handle Dual Discovery Handle 
T wider 
New York Tri-Grip Assault Tri-Grip Handle ERT Handle Kent Handle Shoulder Strap 
Handle 
Rifle Upgrade Panel Half Shield Cover Shield Carry Bag MOLLE Camera Mount Slick Camera Mount 
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PLATE MATRIK 


USI recognizes the risks our Law Enforcement Officers 
take every day as they serve the people of our nation. 
We are also cognizant of the ultimate sacrifice that 
these Officers may have to pay, either in injury or 
death in the line of duty. We are giving back to the 
community we serve by donating a percentage of 
sales under our "Back the Blue" program directly to 
law enforcement charities. 


PI t M t Rifle plates to meet every circumstance and situation, from Patrol to 

a e a rix Special Teams, all threats are covered. 
Current | Stand alone Ans 18x91. | 762x39 PS 5.9045 Sgr | 6.56 x45 o2gr | 702x399 | 762x51 | 7.62x54R | 762x63 
NIJ Level or ICW M80 ball (MSC) M193 M855 API M61 B-32 API | APM2 


Vanquish 
e IW Level Ill In-Conjunction 2.1 lbs 05 e o 5 
= Vanquish SÀ — — Levellll Stand Alone 30s 1r e D . 
e Triumph ICW ^ — Levellll — In-Conjuncon 3.8 lbs 10 D D D . 
a IIA + E 
e Triumph ST TNT Stand Alone 5.6 bs 07 D . . 
e Ascend SA Level IV Stand Alone 7.8 lbs 10 e e e P e ° e e 
Rfi-100 E 
06 certified Level Ill Stand Alone 33 lbs 1.05 D e " 
Rf1-300 - 
06 certified Level Ill Stand Alone 2.4 lbs 1.02 D e " 
Rf2-200 = 
06 certified Level Ill Stand Alone 475 lbs 1.15 e e e : 
Rf2-300 z 
06 certified Level Ill Stand Alone 39 lbs 0.98 e e O : 
f Nie d Level IV Stand Alone 18 Lbs 1.0 e e " A : : : : 
Rf3-200 : 
6 certified Level IV Stand Alone 65 lbs 118 e e ° e e e e 0 
Rf3-300 Level IV Stand Alone 49 lbs 1.04" e e e e e e e e 
Acer Gen II 06 $ 
certified Level Ill Stand Alone 7.8 lbs 025 e e e e 
Acer Lite Gen " 
Il '06 certified Level Ill Stand Alone 6.4 lbs 025 e e 5 : 
Tha lus f e enne |) aos) gar : : ^ 
Gen Il special threat 


@ Back the Blue Plate 
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BALLISTICS 


SOFT ARMOR BALLISTIC SPECIFICATIONS 


LEVEL II NIJ 0101.06 Certified 


oe 


NIJ 
Model Model# Size Weight Thickness V509mm  V50.357Mag 


Mrusi | usni | cves | O66 | O25" | wos | 185 | 
| Mawal | USILMI | cves | 099 | 026" | wa | w63 | 
[ Vitus | Usi | cves | 124 | 033" | 1659 | — 198 | 


LEVEL IIIA NIJ 0101.06 Certified 
IJ 


N 
Model Model# Size Weight Thickness V509mm  V50.357Mag 
Airius-A | USIT.2-IIIA 


: 0.22" 
| MmwrllA | USIDNIA | cves | i2 | 029 | nsa | — 13 —— | 
ET 


| VirtusmA | USISMIA | CUCO | 13 — |. 1680 | 


SPIKE2 NIJ 0115.00 Certified 


NU EI E2 Over Test 
Model — Model? Size Weight Thickness Strike Energy Strike Energy 


. Joules Ft. Ib Joules Ft. Ib 
Piton 2 USIL.2-2 ETE 33.0.60 | 24.33:0.44 | 50.0.80 | 36:059 
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UPT CARRIERS 


The UPT Moody variants offer progressive styling and function with enough built in storage to hold all the necessary equip- 
ment for daily use. Quick deployment of rifle plate and optional accessory zipper for the large expandable upper chest 
pocket provides easy and secure access to notebooks, cell phones and other immediate use tools. Load bearing external 
carriers provide comfort and officer health benefits by removing weight off the hips and lower back. These carriers provide 
more surface area to support the amount of equipment that is required by today's law enforcement personnel. 


* Side opening armor system 

* Top loading plate pockets — front and rear 
* Adjustable shoulders and cummerbund 

* Removable shoulder pads 

* Dual front kangaroo pockets 

* G-Hook adjustable cummerbund 

* Accepts side armor 


* Multiple closure options — AustriAlpin, 
Aspetto and Hook and Loop (page 36) 


* Accepts tactical ballistic accessories 
(page 36) 


* Front and rear placard attachments 
* Front and rear wire routing ports 
* Dual upper mic tabs 


* Internal vent system 


* Front dual camera mount 


UPTMOODY SHOWN WITH SINGLE 
= AUSTRIALPIN BUCKLE AND 
Click 


MOODY ACCESSORY ZIPPER (MAZ) 
Here to 
BUILD MY 
VEST 


Colors Available: 


EFA Ca LEE D 
T 
k z4 


] Blad Ranger Green Tan 499 — LAPD Navy Sheriff Brown Multicam 


Red Tactical Grey Black Mullicam 
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UPTMOODY VARIANTS 


UPT MOODY SHOWN WITH 


HOOK AND LOOP CLOSURE 


UPT MOODY REAR * 


AT UPT Moody carriers utilize the same rear design — &—  — 


^ | NU MOODY EV SHOWN WITH UPT MOODY BC SHOWN WITH 
E ASPETTO BUCKLE WITH SINGLE AUSTRIALPIN BUCKLE 
MAZ WITHMAZ 


Click Here to Learn More | Click Here to Learn More 


$ ^ 
CEFN 


UPT MOOD) | UPT MOODY RI SHOWN WITH 
 SWOIERUSIRULPN BUCKLEWITH MAZ HOOK AND LOOP CLOSURE 


Click Here to Learn More Click Here to Learn More 
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UPT MOODY AV SHOWN WITH 
SINGLE AUSTRIALPIN BUCKLE 
WITH MAZ 


Click Here to Learn More 


UPT MOODY SV SHOWN WITH 
SINGLE AUSTRIALPIN BUCKLE WITH MAZ 


Click Here to Learn More 
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UPT CARRIERS 


The UPT side opening armor system maintains a professional 
appearance while providing performance and function in styles 

for uniform, patrol, and tactical operations. Extensive features high- 
light carrier capabilities and optional accessories are available to 
customize based on operational needs. Having an external vest 
while driving in squad allows more room in drivers seat around 
waist area and provides more comfort on a day-to-day basis by 
removing traditional weight of belt mounted equipment and 
increasing weight disbursement over the entire upper torso. 


* Side opening armor system 


e Multiple closure options — AustriAlpin, 


Aspetto and Hook and Loop (page 36) 


* Top loading plate pockets front and rear 


* Accepts tactical ballistic accessories 


* Adjustable shoulders & cummerbund (page 36) 


* Removable shoulder pads * Front and rear placard 
* [ual front kangaroo pockets 


* G-Hook adjustable cummerbund * Internal vent system 


* Accepts side armor 


attachments 


* Front and rear wire routing ports 


e Front dual camera mount 


POLIC 


= 


UPT UNIFORM SHOWN WITH UPT MOLLE SHOWN WITH UPT SLICK SHOWN WITH 
HOOK AND LOOP CLOSURE HOOK AND LOOP CLOSURE HOOK AND LOOP CLOSURE 


Colors Available: 


Black Ranger Green Tan 499 


EA BEA "& ^ 


LAPD Navy Sheriff Brown Multicam 


Red 
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Tactical Grey Black Multicam 
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UPT CARRIER - MOUNTAIN VARIANT. 


The UPT Mountain variants allow for badge placement on the upper left chest. Traditional uniform pleated pockets or 
MOLLE front give agencies the flexibility to decide on visual appearance. Both options provide performance and function 
exceeding the needs of the officer. UPT external carriers provide better overall officer health and wellness by allowing 
extra weight to be placed on shoulders and removing items from the duty belt. 


UPT MOUNTAIN GURNEE SHOWN WITH UPT MOUNTAIN HIGHLAND WITH SINGLE 
SINGLE AUSTRIALPIN BUCKLE AUSTRIALPIN BUCKLE 


Click Here to Learn More Click Here to Learn More 


UPT MOUNTAIN CLC WITH SINGLE AUSTRI- 


UPT MOUNTAIN PATROL WITH 


HOOK AND LOOP CLOSURE ALPIN BUCKLE 


Click Here to Learn More 


Click Here to Learn More 


UPT MOUNTAIN UNIFORM WITH SINGLE UPT MOUNTAIN CAC WITH DUAL AUSTRIAL- 
AUSTRIALPIN BUCKLE PIN BUCKLES 
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UPT CARRIERS 


The UPT Turnout outer carrier was developed to offer the end user a one size fits 
most carrier. Offering 360-degree MOLLE attachment points with modularity to 
adapt to mission needs with maximum flexibility. This vest includes our unique 
G-hook attachment system and a hidden bird mouth closure which allows the 
vest to shrink and expand to fit an individual with a mid-section ranging from 
30" up to 72". This carrier system accepts front, back and cummerbund armor. 


* Optional Hi-Viz reflective 

* Side opening armor system 

* Top loading plate pockets 

* Adjustable shoulders and cummerbund 
* Removeable shoulder pads 

* Dual front kangaroo pockets 


* G-Hook adjustable cummerbund 


* Accepts side armor 


* Multiple closure options — AustriAlpin, 
Aspetto and Hook and Loop (page 36) 


* Accepts tactical ballistic accessories 
(page 36) 


* Front and rear placard attachments 


* Front and rear wire routing ports —— "rp 
* Internal ae UPTTURNOUTHLVIS OPTION SHOWN WITH DUAL 
ASPETTO BUCKLES 


* Dual upper mic tabs 


Colors Available: 


b 


Black Ranger Green Tan499 LAPD Navy Sheriff Brown Multicam Red Tactical Grey Black Multicam 
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UPTTURNOUT 


one size fits most 


UPTTURNOUT G-HOOK ADJUSTMENT SETTING - UPT TURNOUT G-HOOK ADJUSTMENT EXPANDED 
30” SHOWN WITH HOOK AND LOOP CLOSURE TO 72" SHOWN WITH HOOK AND LOOP CLOSURE 
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UPTTURNOUT HI-VIS OPTION G-HOOK UPTTURNOUT WITH MESA CUMMERBUND G-HOOK 
ADJUSTMENT SETTING -30" SHOWN WITH ADJUSTMENT EXPANDED TO 72" SHOWN WITH HOOK 


DUAL ASPETTO BUCKLES ANDLOOP CLOSURE 
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LASER CUT CARRIERS 


Thelaser cut armor system supports a clean, neat professional appearance and is ready for hard use conditions. The 
core of this system is the proprietary laser cut material that provides increased strength and durability in a light- 
weight fabric. 


* Lightweight and durable fabric 

* Plate pockets front and rear 

* Adjustable shoulders and cummerbund 
* Removable advanced shoulder pads. 


* Multiple closure options — AustriAlpin, Aspetto and Hook and Loop 
(page 36) 


* Accepts tactical ballistic accessories (page 36) 
* Front and rear placard attachments 
* Front and rear wire routing ports 


* |nternal vent system 


*GRLC and ARK TG — bottom loading 


Colors Available: 
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lack Ranger Green Tan 499 LAPD Nav Mullic am Tactical Grey Black Multi-Cam 
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— LASER CUT CARRIERS 


UPT PATROL LASER CUT GRLC SHOWN WITH 
SHOWN WITH ASPETTO BUCKLES AUSTRIALPIN BUCKLES 


Click Here to Learn More Click Here to Learn More 


» 


UPT MOLLE LASER CUT ARKTG 
SHOWN WITH ASPETTO BUCKLES SHOWN WITH ASPETTO BUCKLES 


Click Here to Learn More 
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U-ZIP CARRIERS 


The U-ZIP front opening armor system allows users to don and doff using a front zipper. Industry leading features and 
design allow the use of optional alternative closure systems if the zipper is not utilized. Many variations of the UZIP 
will exceed strict uniform policies while providing comfort, modularity, and optional customization. 


* Front zip opening armor system 
* Side loading plate pocket (front) 
* Top loading plate pocket (rear) 


* Adjustable shoulders and cummerbund 


Dual front kangaroo pockets 


Uniform zippered pockets with dual 
internal pockets. 


Accepts side armor 


Multiple closure options — AustriAlpin, 
Aspetto and Hook and Loop (page 36) 


Accepts tactical ballistic accessories 
(page 36) 


Front and rear placard attachments 


Front and rear wire routing ports 


Internal vent system 


Dual upper mic tabs 


Front camera mount 


Internal Utility pocket 


U-ZIP MOLLE WITH 
AUSTRIALPIN BUCKLE 


Colors Availahle: 
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Black Rang Green Tan 499 LAPD Nav Steril Brows Multicam Red Tactical Grey Black Multicam 
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U-ZIP VARIANTS 


U-ZIP HIGHLAND SHOWN WITH U-ZIP MOLLE SHOWN WITH SINGLE 

SINGLE AUSTRIALPIN BUCKLE AUSTRIALPIN BUCKLE 
U-ZIP UNIFORM SHOWN WITH U-ZIP PATROL SHOWN WITH 
SINGLE AUSTRIALPIN BUCKLE DUAL AUSTRIALPIN BUCKLES 


U-ZIP SLICK SHOWN WITH HOOK AND LOOP U-ZIP PATROLSCALLOPED POCKET SHOWN WITH 
CLOSURE HOOK AND LOOP CLOSURE 
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TACTICAL CARRIERS 


Comfort, function and durability drive our tactical armor systems. Operator requirements constantly change, our 
goal is to evolve with those changes and provide meaningful solutions in carrier development and design through 
innovation. 


* Side opening armor system 
* Top loading plate pockets front and rear 


* Adjustable shoulders & cummerbund 


* Removable shoulder pads 


"4 


* Dual front kangaroo pockets 
* G-Hook adjustable cummerbund 
* Accepts side armor 


* Multiple closure options — AustriAlpin, 
Aspetto and Hook and Loop (page 36) 


* Accepts tactical ballistic accessories 
(page 36) 


* Front and rear placard attachments 


* Front and rear wire routing ports 


* Internal vent system 


Colors Available: 
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Black Ranger Green Tan 499 — LAPD Navy Sheriff Brown Multicam Red 
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UPT MOLLESHOWN WITH HOOK UPT MOLLE LASER CUT SHOWN WITH DUAL 


ANDLOOP CLOSURE ASPETTO BUCKLES 


ARKTV SHOWN WITH HOOK 
AND LOOP CLOSURE 


Click Here to Learn More 


“ARKPC SHOWN WITH ARK QR SHOWN WITH 


DUAL AUSTRIALPIN SINGLE AUSTRIALPIN 
BUCKLES AND ACCESSORIES BUCKLE AND ACCESSORIES 
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TACTICAL CARRIERS 


BALLISTIC TACTICAL ACCESSORIES 
SAVAGE SCALABLE ACCESSORY SYSTEM 


The Savage Scalable Accessory System (SSAS) changes the way an operator approaches armor accessory use and 
deployment. Don and doff accessories in a matter of seconds. Fully scalable options allow for the operator to retain 
all accessories attached to one component. Useable under any vest or plate carrier this versatile design is sculpted 


around the muscular and skeletal system for comfort and maximum maneuverability. 
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S.S.A.S. $.S.A S. S.S.A.S. 
Shown with throat and Shown with throat , structured biceps, 
structured biceps groin and MOLLE laser cut carrier 
Ab Protector Standard Bicep Structured Bicep Throat Protector Groin Protector 


D ~ 
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Assault Panel 
Allows user to maintain “clean slick” appearance, but ability to hold “active shooter ready" capability. 
Attach the pre-loaded MOLLE panel with the G-Hook system in the loop of the front panel. The assault panel 
secures the fit by attaching to the loop under the cummerbund flap 


UPT Carrier Accessories Click Here to Learn More UPT Carrier Accessories 


AustriAlpin Buckle Aspetto Buckle Upgraded Moody Accessory Easy Open 
Cummerbund Zipper Pockets (EOP) 
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POUCHES 


Our extensive line of load bearing pouches are unparalleled in craftsmanship and are superior in construction. United 
Shield pouches are designed to optimize longevity, durability, weight, and comfort, while ensuring equipment stabili- 
ty under the most severe conditions. 


Single Flash Bang Single 40z Spray Double 37-40mm SR Buckle Taser ? SR Buckle x 2 
Pouch Pouch Pouch Holster Taser? Holster 


Single Buckle Stacked Handcuff Zipper Small Misc Zipper Large Misc Medical Trauma 
Radio Pouch Pouch Utility Pouch Utility Pouch Pouch 


Zipper Medical Tiered Rifle Mag Double Pistol Mag Triple Rifle / Pistol Single Rifle Mag 
Pouch Pouch Pouch Mag Pouch Pouch 


Dump Pouch Skeleton Tension UPT Radio Pouch MOLLE Side Rifle 
Mag Pouch Plate Pocket 
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CONCEALABLE CARRIERS — sse 


Concealable carriers provide a comfortable solution that is easy to maintain and allows for significant adjustments. 


e Multiple colors available 

e Extensive adjustments 

e Front and rear trauma plate pockets 
e Multiple size trauma plate pocket 

e Zippered ballistic panel access 


e Single and dual side straps 


oom Á 


Black Khaki Navy White 


Advanced Concealable Six Point Adjustable Concealable 


ULTRA CONCEALABLE CUMMERBUND SLEEVE 


T P Comfort and coverage are at the core of the Ultra Concealable Cummerbund Sleeves. Designed for immediate 
use on existing concealed armor. 


e Closes gaps in existing armor e Immediate redeployment of existing armor 
e Great for weight fluctuation e Available in black color only 


e Ideal for high attrition agencies 


SPARTAN GEN II 


The Spartan Gen II plate is the next generation of high performance lightweight and ultra-thin protection offered by United Shield Internation- 
al. The plate is designed to provide discrete protection against handguns, knives, explosions, and blunt force trauma, The Spartan Gen Il is 
rated to NIJ 0101.06 (modified) which includes .44 magnum, .357, 9mm and all lesser threats. The Spartan Gen Il is constructed from United 


Shield’s advanced 100% polyethylene proprietary technology. The Spartan 
Gen II plate line is also special threats tested stand alone. SPARTAN GEN II PLATE 
Size Weight Thickness 


Female 5 x7 0.35 Ibs. 0.35 in. 
Female 6 x8 0.45 Ibs. 0.35 in. 
5x7 0.35 Ibs. 0.35 in. 
5x8 0.40 Ibs. 0.35 in. 
6x8 0.45 Ibs. 0.35 in. 
1x9 0.65 Ibs. 0.35 in. 
7x10 0.70 Ibs. 0.35 in. 
8x10 0.75 lbs. 0.35 in. 
10x12 110 Ibs. 0.35 in. 
11x16 2.30 Ibs. 0.35 in. 


Special Threats 


* 5.1 x 28mm 27gr ($8195) LFHP 

* 5] x 28mm 40gr Hornady Blue 
Tip V Max 

e Winchester 9mm 127gr SXT 

* Fiocci 9mm 115gr FMJ 

* 351 Sig 125gr GDHP 

* 351 Sig 115gr JHP 

* 40 S&W 95gr 

* Tokarev 7.62 x 25 85gr 
Norinco, Foreign and S&B 
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PLATECARRIERS - 


e Adjustahle shoulder straps e MOLLE attachment points 
e Adjustable side strap e Accepts ballistic accessories 
e Adjustable in height and girth e Multiple colors available 


US Plate Carrier United Shield Plate Rack 


MOPC Carrier RPSS Carrier 


Click Here to Learn More Click Here to Learn More 
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LEGACY CARRIERS 


arriers provide a value proposition to those that need armor at an economical price. Upgrading to a UPT, UZIP. 
t or Tactical solution is easy when the time is right, all USI armor panel shapes are consistent. 


e Value carrier offering 
e Multiple pockets 
* Hook and loop closure 


e Standard colors 


LE E 
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LEGACY CARRIERS 


MOLLE Crossover Carrier Standard Crossover Carrier Uniform Zip Carrier 


Click Here to Learn More Click Here to Learn More Click Here to Learn More 
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Uniform Shirt Carrier Uniform Shirt Carrier - MOLLE Lite Tactical 


Click Here to Learn More Click Here to Learn More 
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EOD EQUIPMENT 
OLYMPIA BOMB DISPOSAL SUIT 


The Olympia bomb suit is United Shield's latest and most advanced design of 
bomb suit. It is a complete EOD/IEDD ensemble and provides the highest levels 
of protection from the four main threats encountered by EOD/IEDD operators of 
fragmentation, overpressure, impact and heat. 


The outer material is constructed from certified flame retardant material, such as 
Nomex® Delta T, and this material can also be used to cover the bomb suit helmet, 
providing optimal protection for EOD/IEDD operators from the flammability 
associated with blasts from explosive devices. 


A key feature of the Olympia bomb suit is its zonal armor system, which provides 
outstanding blast protection with maximum mobility, flexibility and comfort. The 
highest protection level is afforded to life critical areas of the body, such as the 
neck, chest and groin, with STANAG 2920 V50's ranging from 1,900 m/sec to 450 
m/sec. These levels of protection can be adjusted to suit individual customers 
needs. 


Size Lg weighs 63.3 lbs 


BOMB SUPPRESSION KIT 
WITH SAFETY CIRCLE 


The United Shield Suppression Blanket and Safety Circle has been designed to 
provide portable, flexible, lightweight and compact means of protection from EOD 
to IEDD devices. It is tough and durable, manufactured from multiple layers of 
treated aramid ballistic fabric and sewn into a Fire retardant and Water repellent 
outer cover. It can be quickly and easily folded for storage, while webbing carry 
handles make for ease of transportation and rapid deployment. 
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BALLISTIC BLANKET 


RIOT GEAR 
BS-2 RIOT SHIELD 


The BS-2 Riot Shield is a hand held body shield with ergonomic features. The BS-2 has an I.D. label that can be made 
custom to the customer. The ergonomic handles allows 2 handled use for extreme circumstances. The handle and 
break away strap are dielectric to prevent electrical pass through and can be reversed or left or right hand use. 


The wide nylon arm strap is easily adjustable while in use. The shield has superior optical quality and workmanship. 


SIZE WEIGHT HAZARD ASSESSMENT 


20"x 36" 6lbs. Impact, Splash, Fragments 


BS-3 RIOT SHIELD 


The BS-3 Riot Shield is a hand held body shield with ergonomic features. The BS-3 has an I.D. label that can be 
made custom to the customer. The ergonomic handles allows 2 handled use for extreme circumstances. The 
handle and break away strap are dielectric to prevent electrical pass through and can be reversed or left or 
right hand use. 


The wide nylon arm strap is easily adjustable while in use. The shield has superior optical quality and workmanship. 


SIZE WEIGHT HAZARD ASSESSMENT 


24"x48" 8.5lbs. Impact, Splash, Fragments 


CS-4 CAPTURE SHIELD 


The CS-4 Capture Shield is a hand held body shield with ergonomic features. The CS-4 has an I.D. label that can be 
custom to the customer. The strong double handles allow a firm grip under various conditions. This shield has 
superior optical quality and workmanship. This product is unique in that the design allows two people to grip with 

( both hands on each handle. When extra holding power is neededd and the handles are dielectric to prevent 
electrical pass through. Designed and tested exclusively for cell extraction. 


The wide nylon arm strap is easily adjustable while in use. The shield has superior optical quality and workmanship. 


SIZE WEIGHT HAZARD ASSESSMENT 


24"x 48" 7lbs. Impact, Splash, Fragments 
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United Shield International 
891 Hughes Drive Traverse City, MI 49686 
Phone: +1 231 933 1179 ° Phone: +1 800 705 9153 


